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Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

December 9, 1880 


Sir: 


I have received your letter of the 8th instant announcing the death of George H. Davis, 
for many years employed in the Mint at Philadelphia, and it is with regret that his name is 
dropped from the Official Register of this Office. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. U.S. Mint 
Philadelphia Pa. 


